PEEFACE TO FIRST EDITION

With the increased demand for the economic utilization of
fuels has come an increased necessity for accuracy in testing
both the raw fuel and the manner of its utilization. Our knowl-
edge has recently been greatly extended by the investigations
conducted by the Committee on Calorimetry of the American
Gas Institute, the International Photometric Commission, the
Joint Committee on Coal Analysis of the American Chemical
Society and the Society for Testing Materials, the Bureau of
Mines and the Bureau of Standards.

The author has aimed to present the conclusions of these
committees and also to indicate where there has been marked
dissent from them. He desires to express his especial appre-
ciation to Professor 0. L. Kowalke of the University of Wis-
consin for his courtesy in revising the chapter on Determination
of Heating Value of Gas; to Professor S. W. Parr of the Uni-
versity of Illinois for suggestions on Calorimetry and Chemical
Analysis of Coal; and to Dr. H. C. Dickinson of the Bureau of
Standards for his suggestions on Calorimetry.
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